

Your Global Source for 
GROUND SUPPORT EQUIPMENT 



Aircraft Stater 



GSE-R-US provides full-service aircraft ground support equipment and support to the aviation 
industry worldwide. Offering equipment with 3 levels of quality design allows customers to choose 
a product that meets their budget and perceived value expectations. 

Equipment is offered in 3 tiers of design quality: 

1. Operational - equipment is running and tested to meet performance requirements 

2. Refurbished - equipment is brought back to manufacturer's specifications and performance 
specifications; major components replaced as necessary, tested, and painted 

3. New - equipment offered in new or "like new" status from a set list of distributors 



In addition to equipment offerings, GSE-R-US offers: 

a) Replacement parts for sale 

b) Repair services 

c) Maintenance contracts with the local airports 



GSE-R-US has been in the industry of ground support equipment sales since 1998. We have 
performed maintenance contracts with recognized clients such as FedEx and the GTAA. 

Draw Bar Pull: 5,000 lbs 
Engine: Ford, 6 cyl, gasoline 
Transmission: Ford, automatic 
Condition: Operational - Refurbishment available 
Picture of similar unit after Refurbishement 



Model: JCPL2 

Manufacturer: FMC 

Capacity: 15,000 lbs. lift 

Engine: Perkins Diesel 

Dimensions: L=314", W=140", H=115" 

Shipping: H-102"Accomodation: 88x125, 96x125, pallets 

Features: single operator self-propelled 

Will Service the lower lobes of: 

707, 727, 737, 747, DC8, DC9 and DCIO 
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Model: T1500 
Manufacturer: Oshkosh 
Year: 1993 

Manufacturer: OSHKOSH, Model T1500 
Engine: Detroit 8V92TA Turbo charged, 540 HP 
Transmission: Automatic 
Systems: Water, Foam, Dry Chemical 
Turret: Cab mount 

Operational and serviced at time of sale 
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Model: JTL500FC 
Manufacturer: Jetall GSE 
Capacity: 500 Gallon Stainless Steel tank 
Mounting: Trailer mounted 

Engine: Fire/Explosion proof Gas Engine driven fuel 
pump 

Pump: Self priming centrifugal pump up to 50 GPM With 
Appropriate valve system for fuelling/de-fueling 
Filter: 10 Microns 

Features: Optional Electric Pump at no additional cost. Hose [20 feet) and nozzle, Hose Reel, Fire 
extinguisher. Fuel meter and total counter 
Mouunting: trailer mounted, parking brake 

Model: GSH-1 

Manufacturer: Polatherm / JetallGSE 
Heating Capacity: 115 Kw 
Air volume: m3/h 3000 
Fan pressure: Pa 1200 
Operation time: (@100%) 12 hours 
Weight: 900 kg 

GSH-1 is Polartherm's latest model of ground support 
heaters for narrowbody airplanes. 

GSH-1 utilizes Hatz "Silent Pack" -generator with excellent 
sound attenuation in comparison with a regular air cooled 
diesel engine. The heater is very silent to operate. SAS Scandinavian is one of the airlines using 
Polar GSH-1 model. 






For more information please visit 
http://www-gserus-com 
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